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UNCLAS MEXICO 4270 

E.O. 11652: N/A 
TAGS: BEXP, MX 

SUBJ: RADIO & T.V. BROADCASTING, TELECOMMUNICATIONS & MOTION 
PICTURE EQUIPMENT EXHIBITION JUNE 15-18, 1976, US. TRADE CENTER, 

MEXICO CITY 

1. SUBJECT EXHIBITION PROMISES TO BE FIRST CLASS EVENT WITH 
RESPECT TO RADIO AND TV BROADCASTING EQUIPMENT. ALTHOUGH CONTENT 
OF TELECOMMUNICATIONS AND MOTION PICTURE EQUIPMENT WILL BE SOMEWHAT 
SMALLER, IT SHOULD ALSO BE OF INTEREST. 

FOLLOWING ARE PARTICIPANTS IN EXHIBITION AS OF MARCH 26: 

A. ACCURATE SOUND COMPANY 

-MIXING CONSOLES, RECORDER, REPRODUCER CONSOLE; 4-CK 
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CASSETTE, RECORD PLAYBACK, MIXING MODULE, CASSETTE 
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EVALUATOR, TAPE DUPLICATOR. 

B. ANDREW CORP. - MICROWAVE ANTENNA, AUTOMATIC 
DEHYDRATORS, EARTH STATION DISPQAY MODEL. 

C. ANIXTER INTERNATIONAL - RADIO BROADCAST, CATV, MATV, 
SUPPLIES AND EQUIPMENT, MICROWAVE ANTENNA 

D. BIRD ELECTRONIC CORP.. - RE DIRECTIONAL AND RE ABSORP- 
TION WATTMETERS, POWER MONITOR, ALARM, COAXIAL, LOAD RE- 
SISTOR, ATTENUATOR. 

E. CCA ELECTRONICS CORP. - TV. & BROADCASTING 
TRANSMITTERS & ANTENA. 

E. CSI ELECTRONICS INC. - AM & EM, RADIO TRANSMITTERS. 

G. CHYRON TELESYSTEMS - HIGH RESOLUTION, GRAPHIC & 
CHARACTER GENERATORS - EILM SUBTITLING. 

H. CINEMA PRODUCTS CORP. - TV NEWS/DOCUMENTARY I6MM., 
MOTION PICTURE CAMERAS. 

I. COMPUTER MAGNETICS CORP. - VIDEO DISC. FOR REPLAY 
SLO-MO & STOP ACTION, VIDEO & AUDIO RECORDING HEADS, AUTO- 
EQUALIZER. 

J. CONTROL DESIGN CORP. - BROADCAST AUTOMATION EQUIPMENT 

K. CULBERTON INDUSTRIES, INC. - TELEPHONE AND DATA 
COMM PRODUCTS, TRANSMISSION SERVICE IMPROVEMENT AND 
MAINTENANCE. 

L. EASTMAN KODAK - 

M. HARRIS CORP. - TRANSMITTERS 

N. IGM-NTI - AUDIO PROGRAMMERS FOR BROADCAST 
AUTOMATION. 
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O. KNOX, LTD. - TV STUDIO EQUIPMENT 

P. LH INDUSTRIES - 2- WAY RADIO-TO-TELEPHONE INTER- 
CONNECT EQUIPM. AND ACCESS. 

Q. MEMOREX CORP. - MAGNETIC TAPE 

R. MOTOROLA MEXICANA, S.A. - MOBILE RADIO EQUIPMENT 
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JOHN FLUKE - MFE CORP. - TESTING EQUIPMENT. 

T. MICROWAVE ASSOCIATES INT'L. - MICROWAVE COMM. EQUIPMENT 

U. O'CONNOR ENGINEERING LABS., INC. - CAMERA SUPPORT 
EQUIPMENT SUCH AS FLUID PANS, TILT CAMERA HEADS AND TRIPODS 

V. PACIEIC RECORDERS & ENGINEERING - BROADCAST LIMITER 
VARIABLE SPEED AND CUSTOM CONSOLES. 

X. RAMKO RESEARCH - RADIO & TV BROADCAST EQUIPMENT (AUDIO) 

Y. SAWYER'S HOLLYWOOD - CAMERAS 

Z. SIERRA ELECTRONICS CORP. - TEST EQUIPMENT 

AI. SINGER PRODUCTS CO. INC. - BROADCAST 
TRANSMITTERS, EM COMM. EQUIP., SSB AND MOCRIWAVE 

BI. SPARTA ELECTRONICS CORP. - RADIO AUTOMATION 
SYSTEMS, AUDIO AMPLIFIERS, TRANSMITTERS, PLAYBACK, ETC. 

Cl. SPECTRA SONICS - PROFESSIONAL AUDIO PRODUCTS 

Dl. TAPECASTER PCM, INC. - TAPE CARTRIDGE MACHINES 

El. TIME & FREQUENCY TECHNOLOGY - MODULATION, STEREO, 

FM FREQUENCY, AND EM STEREO MONITORS, RF SELECTOR, 

REMOTE AND DIGITAL CLOCKS. 

FI. UBIQUO INTERNATIONAL - MARKETS TRANSMITTER FOR 
PAGING SYSTEMS EOR DOCTORS. 
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Gl. VARI-L CO., INC. - TRANSEORMERS, DOUBLY BALANCED 
MIXERS, INDUCTORS, SWITCHES, HYBRID POWER DIVIDER/COMBINERS. 

HI. WIDE RANGE ELECTRONICS CORP. - MAGNETIC 8, OPITCAL 

FILM RECORDING EQUIP., TAPE PROCESSORS (MAGNETIC AND OPTICAL) 

II. WILKINSON ELECTRONICS INC. - RADIO BROADCASTING 
EQUIPMENT. 

Jl. HENRY S. DABDOUB, S.A. - COMMUNICATION EQUIPMENT 

2. USTCU WILL HAVE AVAILABLE ELYERS APRIL 30 FOR MAILING 
TO POSTS FOR DISTRIBUTION TO POTENTIAL ATTENDEES. WOULD 
APPRECIATE CABLE GIVING SIZE OF POTENTIAL AUDIENCE IN 
YOUR COUNTRY (OR CONSULAR DISTRICT) SO THAT USTC CAN 
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PROVIDE APPROPRIATE QUANTITY OE FLYERS AND, LATER, 

CATALOGS. WOULD ALSO APPRECIATE BRIEE CABLE DURING WEEK 
PRECEDING EXHIBITION OUTLINING SUPPORT ACTIVITIES UNDER- 
TAKEN BY POST ALONG WITH NAMES AND AFEILIATIONS OF ANY 
PERSONS WHO HAVE INDICATED THEY WILL ATTEND. PLEASE FLAG 
ANY INDIVIDUALS WHO SHOULD RECEIVE VIP TREATMENT; USTC 
HAPPY TO ASSIST WITHIN LIMITS OP AVAILABLE PERSONNEL 
RESOURCES. IN VIEW OP PACT THAT CENTRAL AMERICAN 
ECON/COML CONPERENCE WILL TAKE PLACE DURING THIS EXHIBITION, 
EMBASSY ADDRESSEES MAY PIND IT APPROPRIATE TO INFORM 
POTENTIAL ATTENDEES THAT THEY HOPE TO SEE AND GREET 
THEM DURING EXHIBITION. 

3. POR PANAMA: PARTICIPANT IN SUBJECT EXHIBITION HAS 
TOLD US THAT LLOYD O'MEALLY, CHIEP ENGINEER OP RPC - TV 

IN PANAMA IS EXTRAORINARILY INPLUENTIAL AND WELL KNOWN 
IN CENTRAL AMERICAN BROADCASTING INDUSTRY. POST MAY 
WISH TO PROVIDE HIM ADVANCE INFORMATION ON EXHIBITION 
WITH VIEW TO ENLISTING HIS SUPPORT OF THIS EVENT. 

4. POR SAN SALVADOR: 

ING. GUERRA OP CEPA, PRESENTLY ATTENDING AVIONICS 
EXHIBITION, EXPRESSED GREAT INTEREST IN SUBJECT EXHIBITION. 

5. USTC WILL CABLE NAMES OP PIRMS SEEKING REPRESENTATION 
CENTRAL AMERICA AS SOON AS THIS INFORMATION BECOMES 
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AVAILABLE. 

THOMPSON 


UNCLASSIFIED 


NNN 
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